108     DOCKETED ITEMS

R. Periodic operating reports & related correspondence

9203090072 "Semi-Annual Radioactive Effluent Release Rept for Oct through Dec
1991." W/920302 Itr.

LONG.R.L General Public Utilities Corp. - GPU Service Corp, 91/12/31. 20pp.
60862:180-60862:200.

9203250266 "10CFR50.59 Rept of Changes.Tests & Experiments for 1991." W/920317
Itr.

LONG.R.L General  Public  Utilities Corp. - GPU Service Corp.  91/12/31.  9pp.
61106:338-61106:346.

9203040033 Forwards fitness for duty program performance data repts for Jul-Dec
1991.

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 92/02/27. Document
Control Branch (Document Control Desk). 12pp. 60850:192-60850:203.

9203090075 Forwards aircraft movement rept & annual exposure rept.per Tech Spec
6.9.1.5 & personnel exposure for 1991,per 10CFR20.407.

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 92/03/02. Document
Control Branch (Document Control Desk). 2pp. 60862:045-60862:050.

-9203090077 "Aircraft Movements at Harrisburg Intl Airport for Jan-Dec 1991."

*   General Public Utilities Corp. - GPU Service Corp. 91/12/31. 1p. 60862:047-
60862:047.

-9203090082 "Number of Personnel & Man Rems by Work & Job Function Self Read-
ing Pocket Dosimeter Data Rept for 1991."

*   General Public Utilities Corp. - GPU Service Corp. 91/12/31. 2pp. 60862:048-
60862:049.

-9203090084 "TMI Unit 2 10CFR20.407 Rept for 1991."

"General Public Utilities Corp. - GPU Service Corp. 91/12/31.  1p. 60862:050-
60862:050.

S. Reportabie occurrences, LERs & related correspondence

9203170372 Partial response to FOIA request for documents. Forwards App B
documents-App B documents also placed in PDR.Review of addl records subj to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC. Inc. 9pp. 61213:001-61214:063.

-9203180492 Forwards NUREG-1309,partial initial decision on emergency planning &
agreement state program.per 880707 requestNRC still trying to locate sociological
study of TMI accident. W/o ends.

UPSHAW.W. International Programs (870413-911116). 88/08/15. CHAMBERLIN.J.W.
Brazil. 1 p. 61213:301-61213:301.

-9203180494 Discusses M Malsch visit for gathering info on sociological studies of TMI
accident & matls on regulation of environ impact of nuclear facilities & info on Shore-
ham reactor case for Congressman Feldman.

CHAMBERLIN.J.W. U.S. Embassies. 88/07/07. UPSHAW.W. NRG - No Detailed Affili-
ation Given. 1p. 61213:302-61213:302.
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F. Security, medical, emergency & fire protection plans

9203030072 Forwards rept of changes to Physical Security Plan.per 10CFR73,56.Rept
withheld.

BECKHAM.J.T. Georgia Power Co. 92/02/24. Document Control Branch (Document
Control Desk). 2pp. 60782:301-60782:302.

9203030158 Temporary rev 6 to 73EP-EIP-001-OS, "Emergency Classification & Initial
Actions." Change to be permanent when rev 7 issued.
BECKHAM.J.T. Georgia Power Co. 92/02/26. 4pp. 60802:016-60802:019,

9203110043 Forwards Rev 10B to El Hatch Nuclear Plant FSAR & Rev 7B to plant Fire
Hazards Analysis Rept

BECKHAM,J.T. Georgia Power Co. 92/03/02. Document Control Branch (Document
Control Desk). 2pp. 60950:106-60951:088.

-9203110051 Rev 7B to El Hatch Nuclear Plant,Units 1 & 2 Fire Hazards Analysis Rept.
* Georgia Power Co. 92/02/29. 36pp. 60951:053-60951:088.

9203160067 Markup & typed version of emergency plan.Page H-3,clarifying description
of HVAC sys for emergency operation facility.W/ 920306 Itr.
BECKHAM.J.T. Georgia Power Co. 92/03/06. 5pp. 60968:331-60968:335.

9203190112 Rev 3 to Emergency Implementing Procedure 73EP-EIP-004-OS, "Duties of
Emergency Director." W/920311 Itr.
BECKHAM.J.T. Georgia Power Co. 92/03/11. 9pp. 60990:297-60990:305.

9203200176 Rev 12 to "EM Hatch Nuclear Plant Units 1 & 2 Emergency Plan." W/
920311 Itr.
BECKHAM.J.T. Georgia Power Co. 92/03/11, 245pp. 61094:001-61094:283.

9203230020 Forwards data point library & plant attribute library.per Rev 1 to NUREG-
1394 as part of emergency response data sys.

BECKHAM.J.T. Georgia Power Co. 92/03/11. Document Control Branch (Document
Control Desk). 65pp. 61104:192-61104:266.

9203240160 Forwards changes to security training & qualification plan. Changes reflect
compliance w/requirements of 10CFR73.56,as clarified by Reg Guide 5.66 (June
1991 ).Changes withheld.

HAIRSTON.W.G. Georgia Power Co, 92/03/18. Document Control Branch (Document
Control Desk). 2pp. 61107:353-61107:354.

9203260151 Advises that emergency response data sys implementation plan provides
basis for acceptable implementation at plant.

JABBOUR.K.N. Project Directorate H-3. 92/03/23. BECKHAM.J.T. Georgia Power Co.
2pp. 61093:170-61093:171.

J. insurance & indemnity information

9203310241 Provides site property damage insurance coverage for plant. Level of cov-
erage maintained in excess of that required by 10CFR50.54.

HAIRSTON.W.G. Georgia Power Co. 92/03/26. Document Control Branch (Document
Control Desk). 2pp. 61216:341-61216:343.

K. Utility Final Safety Analysis Report (FSAR) & amends

9203110043 Forwards Rev 10B to El Hatch Nuclear Plant FSAR & Rev 7B to plant Fire
Hazards Analysis Rept.

BECKHAM.J.T. Georgia Power Co. 92/03/02. Document Control Branch (Document
Control Desk). 2pp. 60950:106-60951:088.

-9203110046 Rev 10B to El Hatch Nuclear Plant,Units 1 & 2 FSAR.

*  Georgia Power Co. 92/02/29. 800pp. 60950:108-60951:052.

-9203110051 Rev 7B to E! Hatch Nuclear Plant,Units 1 & 2 Fire Hazards Analysis Rept.

* Georgia Power Co. 92/02/29. 36pp. 60951:053-60951:088.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203100116 Forwards Rev 3 to Rept SIR-91-077. "IGSCC Flaw Evaluations & Welds
Overlay Activities During El Hatch Unit 1 Fall 1991 Outage," in response to NRC
920212 request.

BECKHAM J T  Georgia Power Co. 92/03/03. Document Control Branch (Document
Control Desk). 2pp. 60909:145-60909:231.

-9203100128 "IGSCC Flaw Evaluations & Weld Overlay Activities During El Hatch Unit
1 Fall 1991 Outage."

GUSTIN.H.L, GIANNUZ2I.A.J. Structural Integrity Associates, Inc. SIR-91-077 R03.
92/02/29. 94pp. 60909:147-60909:231.

9203090374 Forwards response to NRC 901218 request for addl info re 900110 appli-
cation for amends to Licenses DPR-57 & NPF-5, changing TS to revise testing re-
quirements on emergency diesel generators.

BECKHAM.J.T. Georgia Power Co. 92/03/05. Document Control Branch (Document
Control Desk). 4pp. 60897:292-60897:306.

-9203090381 Proposed TS 3.9-1 & 3.9-4a re emergency diesel generators.

*  Georgia Power Co. 92/03/05. 11pp. 60897:296-60897:306.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed. Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012.

9203240334 Forwards assessment of ECCS torus suction valve categorization & testing
as part of 10-yr insp interval.per NRC 911210 safety evaluation of util inservice test

BECKHAM.J.T. Georgia Power Co. 92/03/10. Document Control Branch (Document
Control Desk). 5pp. 61094:347-61094:351.

9203190413 Advises that response to Generic Ltr 89-10.SuppI 3, "Consideration of Re-
sults of NRC Sponsored Tests of MOV," acceptable.

JABBOUR.K.N. Project Directorate II-3. 92/03/13. HAIRSTON.W.G. Georgia Power
Co. 4pp. 60982:350-60982:353.

9203200187 Advises that util 910603 response to NRC questions re weld overlay re-
pairs adequately addresses concern stated in SER.

JABBOUR.K.N. Project Directorate II-3. 92/03/18. HAIRSTON.W.G. Georgia Power
Co. 3pp. 60997:328-60997:330.

9203300057 Forwards amends 178 & 119 to licenses DPR-57 & NPF-5. respectively &
safety evaiuation.Amends eliminate discrepancies between plant TSs & reg guide
1.108 & conforms to requirements in generic Itr 84-15.

JABBOUR.K.N. Project Directorate II-3. 92/03/20. HAIRSTON.W.G. Georgia Power
Co. 4pp. 61168:110-61168:155.

-9203300063 Amends 178 & 119 to licenses DPR-57 & NPF-5.respectively, eliminating
discrepancies between plant TSs & reg guide 1.108 & conforms to requirements in
generic Itr 84-15.
MATTHEWS.D.B. Project Directorate II-3. 92/03/20. 26pp. 61168:114-61168:139.

-9203300072 Safety evaluation supporting amends 178 & 119 to licenses DPR-57 &
NPF-5,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 16pp.
61168:140-61168:155.ated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.
